To: Way, Stevenfway. steven@epa.gov] 

Cc: Petri, Elliott[Elliott. Petri@WestonSolutions.com] 

From: Christner, Jan 

Sent: Wed 1 0/28/201 5 9:02:45 PM 

Subject: A72 Water Quality 

Metal Concentrations at A72.docx 


Steve, 


See the attached file showing A72 water quality and pH before and after GKM water treatment 
started. This file is different than the one I sent yesterday because it shows the sonde pH data at 
both A72 and CC20 before and after treatment started. 


Let me know if you have questions or want additional information. 


Jan 

CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. If you 
received this email in error, please notify the sender by return e-mail and delete this email from 
your system. Thank you. 
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